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BILL NO. S-90-04- 
/6 P 

SPECIAL ORDINANCE NO. .Z/- -$O 

AN ORDINANCE certifying and 

approving the need for the 

services of a consultant to 

provide assistance to 

evaluate, prepare drawings, 

specifications and bid 

documents for various repairs 

and modifications at the St. 

Joe Dam to the City of Fort 

Wayne through its Board of 

Public Works and Safety. 

WHEREAS, the City of Fort Wayne desires to have 
professional consulting services furnish the evaluations, 
preparation of drawings, specifications and bid documents 
for various repairs and modifications at the St. Joe Dam and 
and Pumping Station; 

WHEREAS, the City of Fort Wayne does not have the 
capability of performing this work with in-house forces; 
and 

WHEREAS, the Board of Public Works and Safety 
believes that there is a need to employ a consultant to 
perform this service; and 

WHEREAS, it is anticipated that the amount to be 
paid to said consultant, when extrapolated over one (1) full 
year, will not exceed $23,200.00. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON 
COUNCIL OF THE CITY OF FORT WAYNE: 

SECTION 1. The Common Council of the City of Fort 
Wayne hereby certifies and approves the need for the 
services of a consultant to provide the evaluations, 
preparation of drawings, specifications and bid documents 
for the various repairs and modifications at the St. Joe Dam 


and Pumping Station for the City of Fort Wayne through its 


Board of Public Works and Safety. 
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PAGE TWO 


SECTION 2. This Ordinance shall be in full force 
and effect from and after its passage and any and all 


necessary approval by the Mayor. 
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DATED: (5-2 2-72 





E. KENNEDY, CITY CL 
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Passed and adopted by the Common Council of the City of Fort Wayne, 


Indiana, as (ANNEXATION) -—{APPROPRIATION) (GENERAL) 
(SPECIAL) (ZONENG- MAP) ORDINANCE RESOLUTION NO. {Sf FO 
on the AA AA aay of MLO SI, 
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Presented by me to.the Mayor of the City of Fort Wayne, Indiana, on 
the AI så) day of Z Á ¥ 1970 
at the hen of AE 2 o'clock MY EISD 
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SANDRA E. KENNEDY CITY CLERK 
Approved and signed by me this PAs day of Å la, 


i Yo , at the hour of Yo o'cldée y M Eue 
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PAUL HELMKE, MAYOR 








Admn. Appr. 
DIGEST SHEET 
TITLE OF ORDINANCE__ORDINANCE L J-5 O-0¢ Sb 
DEPARTMENT REQUESTING ORDINANGCE BOARD OF PUBLIC WORKS AND SAFETY 
SYNOPSIS OF ORDINANCE_APPROVAL OF THE NEED FOR A CONSULTANT TO 
FURNISH THE EVALUATION, PREPARATION OF DRAWINGS, SPECIFICATIONS AND — 
BID DOCUMENTS FOR VARIOUS REPAIRS AND MODIFICATIONS AT THE 


PING STATION. 
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EFFECT OF PASSAGE REPAIR OF DAM AND PUMPING STATION 


EFFECT OF NON-PASSAGE ST. JOE DAM MAY CEASE TO OPERATE 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) 


ASSIGNED TO COMMITTEE ( PRESIDENT) 











BILL NO. 5-90-04-16 


REPORT OF THE COMMITTEE ON FINANCE 





THOMAS C. HENRY, CHAIRMAN 


DONALD J. SCHMIDT, VICE CHAIRMAN 
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REFERRED AN (ORDINANCE) (RESODUDDON) certifying and approving 
the need for the services of a consultant to provide assistance 
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for various repairs and modifications at the St. Joe Dam to the 
City of Fort Wayne through its Board of Public Works and Safety 
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DATED: S -2 2- FO 


Sandra E. Kennedy 
City Clerk 


